FNB-83 
Rechargeable Battery Pack 


The FNB-83 is a rechargeable Nickel-Metal Hydride battery pack for the Vertex Standard compact hand- 
held transceivers*. Recharging can be provided by the Vertex Standard Charger*. 


Specifications 
acity = = = | 1400 mAh 
berofCells 


Maximum 


A\ Caution A 


Never short-circuit the connection terminals 
on the battery or charger ! 


CONTAINS NICKEL-METAL- 
HYDRIDE BATTERY. 


MUST BE RECYCLED OR DIS- 
POSED OF PROPERLY. 


X: Please refer to the Vertex Standard cata- 


log for the correct transceiver and 
charger for this battery pack. 


VERTEX STANDARD CO., LTD. 
4-8-8 Nakameguro, Meguro-Ku, Tokyo 153-8644, Japan 


VERTEX STANDARD 
_US Headquarters 
10900 Walker Street, Cypress, CA 90630, U.S.A. 


YAESU UK LTD. 

Unit 12, Sun Valley Business Park, Winnall Close 
Winchester, Hampshire, SO23 OLB, U.K. 

VERTEX STANDARD HK LTD. 

Unit 5, 20/F., Seaview Centre, 139-141 Hoi Bun Road, 
Kwun Tong, Kowloon, Hong Kong 


VERTEX STANDARD (AUSTRALIA) PTY., LTD. 


Normanby Business Park, Unit 14/45 Normanby Road 
Notting Hill 3168, Victoria, Australia 


Printed in China 


Precautions & Maintenance 

Before using a battery pack for the first time, charge 
it completely. Do not attempt to charge a pack with 
the incorrect charger, as this can damage or shorten 
the life of the pack. Refer to the transceiver’s oper- 
ating manual for details regarding installation and 
charging. 


We do not recommend using this battery pack for 
any equipment other than the Vertex Standard trans- 
ceiver for which the pack is specifically designed 
(see your transceiver manual). 


When carefully maintained, a pack should be use- 

ful for about 300 charge/discharge cycles, or for up 

to 5 years. However, the following abuses may 
shorten the useful life of the battery, and should be 
avoided: 

O Exceeding the specified temperature limits; 

O Charging with an incorrect charger, or charg- 
ing for too long; 

O Over-discharging. Dont let it remain discharged 
for more than a few days; 

O Shorting the terminals, or using the pack with 
equipment not designed for it; 

O Reversing charge polarity. Use only the proper 
charger. If this is tampered with or another 
charger is used, permanent damage may result; 

O Submersing the battery in water, or attempting 
to open the battery casing. 

O Ifa battery is stored without use for more than 
three months, every three months it should be 
returned to room temperature and then re- 
charged. For long storage periods (more than 
3 months), the storage temperature range is 
lower than specified. 


After storage, the battery should be returned to room 
temperature before use. It may first function at re- 
duced capacity, but should return to full capacity 
after several complete charge/discharge cycles. 


Replace the pack if charge life becomes very short. 
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